The office of the Assistant Administrator for Environment and Safety (AES)
FY 1977 funding breakdown related to environmental control activities is shown in
Table III-7 by divisional structure. The total was $17,973,000 of which the Division
of Environmental Control Technology was responsible for 93 percent as shown in
Figure III-8. The AES distribution within the main energy related sub-programs is
shown in Table III-8 and depicted in Figure III-9. Within AES, nuclear related
projects accounted for almost half (45 percent) with fossil energy related projects
accounting for 33 percent of the environmental control related activities. The
remainder was divided up into solar, geothermal, and advanced energy systems,
conservation, and multi-technology which included the ECT efforts in the area of
energy materials transportation. The distribution of environmental control related
projects is shown in Figure III-9 with the management of surplus facilities and fossil
projects accounting for the majority.g related to environmental control technology. Tables III-2 through III-8
